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RED  CLOUD 


Across  between  Kunderd^s  Ida  Van  and  a 
Primulinus  Hybrid  of  almost  the  exact 
shade  of  color  of  the  former,  a rich  glowing 
orangy  scarlet. 

This  is  the  best  and  most  satisfactory  real 
red  Prim  we  have  yet  seen,  a wonderful  multi- 
plier and  the  earliest  red  gladiolus  to  bloom  in 
our  fields.  It  forces  perfectly  and  a half-inch 
bulb  will  bloom. 
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H.  E.  MEADER 

Gladiolus  Specialist  Dover,  N.  H. 

Trade  Prices—  25  Bulbs  at  the  hundred  rate. 

250  at  thousand  rate. 

5%  off  for  cash  with  order. 


